Ensuring 2,” 
Your Safety 


In accordance with Government guidance, 
we’re limited to a number of people inside at one 
time given the square metres of our restaurant. 
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Restaurant Size Total Capacity Dine-In Capacity 


Please follow the advice of our 
team and respect the social 
distancing signage inside the 
restaurant. 


